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MEMORANDUM FOR: Deputy Director (Plans) 

THROUGH: Deputy Director (Support) 

SUBJECT: P hysical I nspection of Property at 

HHde March 15-25 , 1956, hy 

mam OL/Real Estate & Construction Division 


1. Enclosed herewith is a report dated lb April 1950 pre- 
pared by an Architect-Engineer from this Office after a visit 
to the project site. I am in agreement with the recommendations 
contained in paragraph III of the report provided a decision is 
reached by the Agency to retain this base. 

2. In the event a determination is made to retain the base 

at it is recommended that approval be granted for 

the rehabilitation of the facilities as set forth in the attache 1 
report at an estimated cost of approximately $8,000. 


JAMES A. GARRISON 
Director of Logistics 


Enel: 

Inspection Report 
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